Barratt's  Chapel  "The  Cradle  of  American  Meth- 
odism" at  Frederica,  Delaware,  on  U.  S.  Route  113 
south  of  Dover.  Chapel  built  in  1780.  On  Nov.  14, 
1784,  plans  were  formulated  here  for  the  organ- 
ization of  the  Methodist  Episcopal  Church  in 
America  on  December  25th,  1784. 
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